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E.O. 11652: N/A 

TAGS: ETRN, AR 

SUBJECT: CIV AIR RELATIONS 

REF STATE 136183 

1. DURING AFTERNOON JUNE 26 EMBOFF DELIVERED MEMORANDUM TO 
UNDERSECRETARIAT OF INTERNATIONAL ECONOMIC RELATIONS, FOREIGN 
OFFICE, CONTAINING US PROPOSAL AS SET FORTH STATE 120003 
WITHOUT MENTIONING, FOR PAN AM, WIDE-BODIED AIRCRAFT. COPY 
BEING POUCHED TO COBB, EB/OA/AN. 

2. IN ACCOMPANYING ORAL PRESENTATION EMBOFF CLARIFIED MEANING 
OF US REQUEST THAT GOA INDICATE FREQUENCY NEEDS FOR AEROLINEAS 
OVER NEXT 5 OR 6 MONTHS BY INDICATING THAT POSSIBLE APPROVAL 

BY US AUTHORITIES OF FREQUENCIES REQUESTED ON BEHALF AEROLINEAS 
WOULD BE CONDITIONAL UPON AEROLINEAS INITIATING SUCH SERVICE 
BEFORE END OF YEAR. 

3. EMBOFF WAS ASKED WHAT WOULD HAPPEN IF PERMISSION FOR 
AEROLINEAS TO OPERATE WIDE-BODIED AIRCRAFT WERE REQUESTED 
AND REPLIED THAT SUCH A RESPONSE FROM ARGENTINE SIDE COULD 
CAUSE US CARRIERS TO RECONSIDER THEIR PLAN AND MIGHT RESULT 
IN REVISION OF PRESENT US PROPOSAL. 
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THAT BRANIFF HAS REQUEST PENDING WITH DNTAC FOR MINOR REVISION 
OF DETAILS CONCERNING EIGHT FLIGHTS, AND PERMISSION TO REESTABLISH 
NINTH FREQUENCY, MAKING POINT THAT SUBSTANTIAL COMPLICATIONS 
WILL ARISE FOR BRANIFF IF OTHER COUNTRIES ALONG ITS ROUTES 
APPROVE SUCH CHANGES BUT ARGENTINA DOES NOT DO SO AT OPPORTUNE 
TIME. 

5. AMB PEREZ VILLAMIL STATED HE WOULD CONTACT DNTAC AND 
AEROLINEAS PROMPTLY SEEKING ALMOST IMMEDIATE RESPONSE TO 
US PROPOSAL AND URGING ADMINISTRATIVE ACTION BY DNTAC TO 
EASE BRANIFF'S PROBLEM. HE NOTED AEROLINEAS WISHES TO MAKE 
CHANGES IN SCHEDULES, WITH OR WITHOUT ADDED REQUENCIES, AND 
ASKED IF THIS WOULD BE FACILITATED BY US AUTHORITIES. EMBOFF 
REPLIED HE WAS ALMOST CERTAIN THAT US AUTHORITIES COULD ACT 
PROMPTLY ON AEROLINEAS’ REQUEST IN THIS AREA WHEN ARGENTINE 
RESPONSE TO OUR REQUESTS AND PROPOSALS ARE PUT FORWARD. 

6. CARGO FLIGHTS AND CHARTER OPERATIONS WERE NOT DISCUSSED. 

HILT. 
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